Summer 1970 
(Issue 26 - 01/07/1970) 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Jones E.H 
Chief Eng Officer Robertson A 





Chief Officer Neish R.J 
2nd Officer Bowyers K 
3rd Officer Maddison R 

Radio Officer Melia A 

Purser McNeil R 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
5th Eng Officer 
6th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Glynn K 
Das A.N 
Mariadoss A 
Palma F 
Ibrahim M 





Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Pearson |.D 
Barnes D.A 
Stevenson W.A 
Byrne P 
Horsham R.J 
Hartley M.R 
Hague J.R 
Chambers K.A 


Captain Arthur K 
Chief Eng Officer Willoughby R.S 





Chief Officer Hursey W.A 
2nd Officer Appleton J.K 
Radio Officer Mullan B.A 
Purser Rose J 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


McCelland C 
Brooks M.A 
Turner W.G 
Disley P.M 
Palmer W.E 
Reynolds H.L 


Coventry City 
General Cargo - 10,720 d.w.t. 


Captain Saunders P 
Chief Eng Officer Collins R.H 





Chief Officer Nisbet M.R 
2nd Officer Greening J.F 
3rd Officer Thomas D.N 
Radio Officer Malone N.P 
2nd Radio Officer Sangster W 
Purser Bond G.R 
Bosun 
Carpenter 
Cook 
2nd Steward 


2nd Eng Officer MacDonald J.A 

3rd Eng Officer Auckland B 

4th Eng Officer Jones T.J 

5th Eng Officer Atkinson S 
Electrical Officer Cull B.P 


Strange R.A 
McHugh G 
Swan R.W 
Scarffe-Cody M 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Green H 





Railton W.A 
Dove J 
Waldron P.A 
Williams P.J 
Farrimond M.J 
Jones S.T 
Smith D.J 
Reid M 

Miley D 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Carpenter 

Serang (Deck) 

Serang (Engine) 

Cook 

Storekeeper 


2nd Eng Officer Lindsay W.P 

3rd Eng Officer Craig C.G 

4th Eng Officer Douglas A 

5th Eng Officer Harris J 

6th Eng Officer Hickin A 
Electrical Officer Ritchie R.S 


Walker J.R 

Ali M 
Bhattacharjee M 
Singh D 

Idris M 





Gloucestershire 
General Cargo - 10,515 d.w.t. 


Captain Weir R 
Chief Eng Officer Shackleton J.H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Radio Officer 
Purser 


Preshaw A.G 2nd Eng Officer Clark J.D 
Green M.D 3rd Eng Officer Lamont J.D 
Set A 4th Eng Officer Strasdin A.P 
Bryant N 5th Eng Officer Ratnayake S 
Stepein R 6th Eng Officer Knowles E 
Mallett A.E 7th Eng Officer Jesson W 
Cousins J.H Engineer Cadet Nicholson S.A 
Bristow K.R Engineer Cadet Lamb S.G 
Electrical Officer Carter R.E 
Carpenter Preston A.G 
Serang (Deck) Mukherjee K.R 
Serang (Engine) Hoogi P.K 
Cook Chand S.K 
Storekeeper Elias M 
Ocean Bridge 


Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Captain King M.G 
Chief Eng Officer Ashcroft T.S 


Carlisle H.E 2nd Eng Officer Twamley D.G 
Hunter M.J 3rd Eng Officer Edgington J.S 
Gavin J.S 4th Eng Officer Kenyon J 
Gibson S.H 5th Eng Officer Hatch N 
Stamford-Burroughs C 6th Eng Officer Chapman K 
Wilkinson J.F 7th Eng Officer Scott R.S 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Pumpman 

Cook 
Storekeeper 


8th Eng Officer 
Electrical Officer 
Miller A.J 
Sharma L.N 
Saha A.K 
Sacevskis J 
Gomes A 
Rakiz G 


Beattie P.J 
Wilson L 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Brown L.G 





Chief Officer Garner J.E 
2nd Officer Gow P.D 
Ext Chief Officer Clarkson R.J.E 
Radio Officer Cunnison A.J 
Purser ReedA 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 

Blease T.V 

Bapari P.L 

Mondal G.C 

Gomes J 

Mohd N 





Shropshire 


Cargo Liner - 


12,060 d.w.t. 


Owen D.R 
Stanley P.F 
Needham T.A 
Douglas P.F 
Kyle A.M 
Cook J 
Harding V.T 


Captain Routledge J.D 
Chief Eng Officer Stokes G.W 





Chief Officer Bath A.L 
2nd Officer Kumarasinghe K.R 
3rd Officer Folley W.D 
Deck Cadet WaittJ.S 
Deck Cadet Burns A.S 
Radio Officer Williamson J.M 
Purser Martin H.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 

Connors T 

Sk T 

Deb Das T.K 

Hug S 

Hussain T 


Cowley J.A.R 
Johnston J.M 
Murray J.J 
Seymour G.F 
Defigueredo R.G 
Bibby J.G 
Higgins D.D 


Staffordshire ITI 
General Cargo - 10,515 d.w.t. 


Captain Mills M.C 


Chief Eng Officer Pearson W.E 





Chief Officer Coventry P.H 2nd Eng Officer Sykes B 
2nd Officer Wilkinson J.K 3rd Eng Officer Paulusz M 
3rd Officer Soe AM 4th Eng Officer Lane T.M 
Deck Cadet McMahon M.T 5th Eng Officer Whalley T.J 
Deck Cadet Stewart R.| 6th Eng Officer Marsden B.H 

Radio Officer Beyer C.L 7th Eng Officer Talbot A 

Purser Turner J.H Engineer Cadet Johnson D.T 
Assistant Purser Barraclough J.L Electrical Officer Lee M.C 
Head Motorman Swe C 
Bosun TinM 
Carpenter Hanley F 
Cook ThanM 


Head Steward MyinH 





Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Horn M.J 
Chief Eng Officer Renney E.C 


2nd Eng Officer McCarthy J.S 
3rd Eng Officer Veitch W.H 
4th Eng Officer Oates J 
5th Eng Officer Johnson E 
Engineer Cadet Dixon W 
Electrical Officer Brotherston C.W 
Purbrick D 
Blakely W.A 
Ritchie G 
Guiness G 





Chief Officer Egan J.F 
2nd Officer Dye D.M 
Ext 2nd Officer Edwards R.A.F 
Radio Officer Glover G.F 
Purser Maskell T 


Bosun 
Carpenter 
Cook 

2nd Steward 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain HudsonA 
Chief Eng Officer Findlay A 





Chief Officer Dyer S.R 2nd Eng Officer Hansen F.G 
2nd Officer Robins M.R 3rd Eng Officer Bowden R.B 
3rd Officer Davies I.T 4th Eng Officer Webster A.D.C 
Deck Cadet Carmichael |.D 5th Eng Officer Greenhalgh K 
Deck Cadet Moore A.M Engineer Cadet Burden J.S 
Deck Cadet Gallagher D.A Engineer Cadet Prescott R.D 

Radio Officer Phillips T Electrical Officer Hedley W.R.H 


Purser Murphy W 
Carpenter Hughes (ch) P 
Serang (Deck) EhiahM 
Serang (Engine) Ganguli S.G 
Cook MohdG 
Storekeeper Manuel J 





Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 


Captain Swift K.G.P 
Chief Eng Officer Milligan T.W 





Chief Officer Anderson K 2nd Eng Officer Griffith H.V 
2nd Officer Roberts W.E 3rd Eng Officer Swift J 
3rd Officer McLeod D.T 4th Eng Officer Rigby E 
Radio Officer Cottier J.C 5th Eng Officer Kearney A.P 
Purser Page D.F 6th Eng Officer Penman J 


7th Eng Officer Longworth J 
Engineer Cadet O'Donnell J.F 
Electrical Officer Dunn R.B 
Bosun Oliver H.A 
Cook Curtis G 
2nd Steward SavwaA 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Butler M.J 
Chief Eng Officer Jones R.M 





Chief Officer Hughes T 
2nd Officer McLeod K 
3rd Officer Creamer D.J 
Deck Cadet Kunze A.R 

Radio Officer Owen R.J 

Purser Traynor J.A 


2nd Eng Officer Hay W 
3rd Eng Officer Robinson A.J 
4th Eng Officer Blaxland M 
Ext 4th Eng Officer Weall A 
5th Eng Officer Ephgrave R 
Electrical Officer Thomas A 


Bosun ReidE 
Cook Taylor J 
2nd Steward GrantA.A 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Gresham W.H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Philip B.P 
Malpass N.H 
Howland P 
Allen D.J 
Morris R.A 
Buckley P 
Slater J.A 
Corbin D 
Kimberley D 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer Turner T.A 
3rd Eng Officer Bethall D.W 
Ext 3rd Eng Officer Bell W.C 
5th Eng Officer Inman J.R 
6th Eng Officer lbbitson |.P 


Tregidgo A.J 
Hussan A 
Chakraborty M.L 
Mohammed T 
Ahmad M 


Yorkshire III 
General Cargo - 12,040 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Worthington T.C 





Chief Officer Taylor R.| 2nd Eng Officer Parsons W.B 
2nd Officer Milton W.R 3rd Eng Officer Mathieson D.R 
3rd Officer Bodman K.P 4th Eng Officer Lockie M 
Deck Cadet Magner J.R 5th Eng Officer Lunness T 
Deck Cadet Corcoran J.A Engineer Cadet Penny D.N 


Radio Officer 
2nd Radio Officer 
Purser 


Owens R.J 
Matheson D.N 
Kays W.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Electrical Officer 


Nicholas D.F 
Huq A 
Bardhan R.C 
Singh P.N 
Selani G 





Black M 


